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PAGE 01 WELLIN 04651 150002Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 L-03 CIAE-00 INR-07 NSAE-00 AID-05 
PM-04 /036 W 

000756 /15 

R 142213Z DEC 76 
FM AXHMBASSY WELLINGTON 
TO SECSTATE WASHDC 2457 
INFO AMEMBASSY SUVA 
JSC WASHDC 
CINCPAC HONOLULU HI 
DA WASHDC 

CDRUSACSG FT SHAFTER HI 

CONFIDENTIAL WELLINGTON 4651 

E.O. 11652: GDS 
TAGS: EAID, MASS, WS 

SUBJECT: ARMY ENGINEER EQUIPMENT LOCATED IN AMERICAN SAMOA 
REF: (A) CINCPAC 122005Z DEC 76 (NOTAL), (B) WELLINGTON 4247 

1 . EMBASSY WOULD APPRECIATE BEING ADVISED ON WHAT 
DECISION HAS BEEN MADE REGARDING THE ARMY ENGINEER 
EQUIPMENT LOCATED IN AMERICAN SAMOA THAT WAS THE SUBJECT 
OF REFTELS. 

2. DURING AMBASSADOR’S LAST VISIT TO WESTERN SAMOA 
WESTERN SAMOAN OFFICIALS STRESSED THE IMPORTANCE TO THEM 
OF OBTAINING THIS EQUIPMENT. 

3. EMBASSY IS OF STRONG VIEW THAT AT LEAST A PART OF THIS 
EQUIPMENT SHOULD BE MADE AVAILABLE, AND AS SOON AS POSSIBLE, 
AS A DEMONSTRATION OF U.S. INTEREST IN ASSISTING WESTERN 
SAMOA. 
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